July 17, 1975 
In Two Sections—Section 2 


Public 


FORTNIGHTLY 


‘ Index to Volume 95 


Including the Issues of January 2, 1975 


to June 19, 1975 


PUBLIC UTILITIES REPORTS, INC. 
WASHINGTON, D. C. 


7 
7 - 
x 
= > 
= 
‘ 
~ 
~ 
= 
= 
s 


| 
| 
| 


INDEX 


To Vou. 95 or Public Utilities Fortnightly 


For Index to Feature Articles, see page vt. 
Boldface type indicates feature articles. 
Numbers in italics refer to particular issue. 


Subject Index 


ATOMIC POWER 
A nuclear®* whodunit,” 7/30, 4. * 
EPA proposes new radiation standards for nuclear power, 6/19, 
13. 
Nuclear energy — the way to go, 6/5, 84. 
Nuclear liability insurance for electric utilities, 5/22, 15. 
Organizing for nuclear power, 3/27, 31. 
Role of nuclear power: 1985-2040, 5/22, 21. 
The case for nuclear power, 6/5, 31. 
The consumers’ stake in- nuclear power, 4/27, 19. 
The fire at Browns Ferry, 4/24, 27. 
The new NRC: its mandate and challenge, 7 //3, [9. 
The nuclear debate: can utilities reach the public, 5/22, 39. 


BILLING 
Price level adjustments on electric utility Statements, 2/13, 30. 


CHARTS | 4 
Bond market yields, / / 30, 33. v 
Changes in ggal GNP and the money supply, / //6, 35. 
Energy consumption and the real GNP, / /30, 6. 

Gross national product, //2, 34. 
Monetary indicators, //2, 36. 


COMMISSIONS 
Between theory and practice: reflections of a neophyte public 
utility regulator, / 29. 
New York commussion chairman tells of innovations, / //6, 36. 
_ What therstate commissioners are thinking, / /2, 40. 


COMMUNICATIONS 
Table — financial stock data, //16, 40; 2/13, 43; 3/13, 46; 4/10, 
36; 5/8, 40; 6/5, 42. 


COMPETITION 
What the state commissioners are thinking, //2, 40. 


CONGRESS 
New power center: Democratic caucus takes over the 94th Con- 
gress, 2/13, 9. 
Power centers are shifting the 94th Congress, 2/27, 11. 
Republicans and congressional reform, 3/13, 13. 
Senate passes consumer protection bill, 6/5, 15. 
Washington outlook for utilities in 1975, //2, 15. 


DEPRECIATION 
Recent cases on depreciation reserve, 2/27, 48. 


ECONOMICS 


Aurion, 4/24, 48. 

Automatic cost of capital model, 5/22, 27. 

Chart — monetary indicators, / (2, 36. 

Chart — real gross national product, / 2, 34. 

Earnings erosion during inflation, 5 8, 17. , 

Fed seeks to ease credit, / (16, 35. 

Inflation fears cause bond decline, 4/24, 39. 

Is the Ayerch-Johnson theory tenable, / 30, 28. 

Kilowatts and tapital: the real energy crisis, 2/27, 26. 

Legal and institutional planning for macro-conservation meas- 
ures, 24, 29. 

Monetary ease continues, / / 30, 33. 

Rise and decline of electric utility credit, 6/19, 19° 

Supply and inflation hamper bond market, 5/8, 35: 

Today's performance — tomorrow's pursuits, utility and eco- 
nomic outlook, 2//3, 19. 


-ECTRICITY 

Accelerating supply and use of electricity, 3/27, 17. 

Demand controllers — are they really étfective, 6/5, 43. 

Electric supply reliability, 6/5, 97. 

Electric utility and the energy crisis, / (16, 25. > 

Electric utility executives’ forum, 6/5, 63. 

Electric utility jobs loss put at 1.1 million, 5/8, 11. 

Electric utility regulation: an overview of fuel adjustment 
clauses, 6 19, 23. 

Energy conservation: is the heat storage well the key, $724, 34. 

FEA probes price gouging of electric utilities by oilmen, / /2, 9. 

Future capital requirements of the electric utility industry, 1974- 
80, / 30, 15. 

Future changes in electric utility rate structures, 4//0, 25. 

Get the electric utility companies out of the construction busi- 
ness, 6/5, 35. 

Impact of Ford proposals on electric utilities, 2/13, 40. 

Kilowatts and capital: the real energy crisis, 2 27, 26. 

Nuclear liability insurance for electric utilities, 5/22, 15. 

Price level adjustments on electric utility statements, 2//3, 30. 

Public understanding the basic requirement, 6/5, 6. 

Return to historic electric growth predicted, 3//3, 11. 

Rise and decline of electric utility credit, 6/19, 19. 

Table — financial stock data, /2, 38; 1/30, 37; 2/27, 41; 3/27, 41; 
4/24, 43; 5/22, 37; 6/219, Al. 

The electric utility and the energy crisis, / 2, 22. 

The public's need torknow, 6/5, 23. 


EMPLOYEES 
Electric utility jobs loss put:at 1.1 million, 5/8, 11. 


iil 


; | PUBLIC UTILITIES FORTNIGHTLY 


EXPENSES 
Expense allowance for charitable contributions, 2/13, 47. 
Recent cases on, materials and supplies allowance, / //6, 44. 
Recent cases on rate case expenditures, 6/19, 46. 


FEDERAL GOVERNMENT 
Mr. Ford's energy tightrope, 2 2/13, A. 
President's budget request, 2/27, 13. 
President vetoes strip mine 1/16,9 


FEDERAL POWER COMMISSION 


Power Commission approves coal gasification project, 


6/5, 50. 
PC for natural gas decontrol, 3/27, 11. , 
FUELS 
Accelerating supply and use of electricity, ? 27, 17. 
Analysis of customer — energy — demand rate, / 30, 40. 
Electric utility and the energy crisis, / (/6, 25. 
Energy conservation: is the heat storage well the key, 4 27, 34. 


Energy consumption and real GNP, / /30, 6. 
9 


FEA probes price gouging of electric utilities by oilmen, / 2, 9. 
FEA probing $19.7 million in oil overcharges to uulities, 4/24, 


13. 
Feder: 4 Power Commission approves coal gasification project, 
6 5. 50. 


retly probing fuel cosyedjustments, 2°27, 14. 
How to ration dwindling cade pplies, 5 &, 27. 
Kilowatts and capital: the real energy crisis, 2 27, 26. 


Legal and institutional planning for a ro-conservation meas- 


ures, 27, 29. 
Role of education in energy man: Be me nt, / 30,39. 
Role of nuclear power: 1985-2040, » ae 


Scientists’ statementon epergy a 2 27, 43. 


Strip mine bilbgoes to conferees, 4/10, 11. 

Sulfur oxides, sulfates, and sanity, 47 /0, 16. 

The electric utility and the energy crysis, / 2, 22. 

The poor, the elderly, and the x ats, we of energy, 6 5, 26. 
lturee-step policy for gas conservation, 5/8, 41. 

W hat the state commissioners. are thinking, / 2, 40. 


(GAS 

Developments in synthetic fatural gas, 2 /3, 15. 
Exploring with ratepayers’ money, 5/22, 45. 
EPC. calls for natural gas decontrol, 3/27, 11. 
KPC details gas crisis, 30, 9. 

How to ration dwindling gas supplies, 5 8, 27. 
Is gas regulation On the way dht, ¢//0, 6. 


lable — financial stock data, / 16,39; 2/13, 42: 3/13, 45; 4/10, 


35; &, Al. 
The case for decontrolling gas producer prices, 5 &, 23. 
Lhree-step pohcy for gas conservation, 5/8, 41. 


GOVERNMENT 
What can government do for utilities, 6 5, 68. 


LEGISLATION 


Strip mine bill goes to conferees, 4/70, 11. 
Sulfur oxides, sulfates, and sanity, 4 /0, 16. 


MANAGEMENT 
Rate of return and efficiency of management, 5/8, 47. 


MARKETING 
From day one to 2001 — a public relations challenge, 2 /3, 34. 
Recent cases on merchandising and jobbing, / ‘2, 46 


MONOPOLY 
Economists ask more ow for regulated industries, 6 5, 
15. 1 
The case for keeping American Telephone intact, / /6, 15. 
The seeds of future shock, # /0, 21. 
What the state commissioners are thinking, / 2, 40. 


NEWS TTEMS 
Marchrol Events, 2, 43: 76, 41; 7/30, 42; 2.13, 44; 2/27, 45: 
13, 47:3 
6 19, 43.- 


27, 43: 4/10, 41: 4 24, 45; 5 8, 44; 5/22, 42:65, 47: 


PAGES WITH THE EDITOR 
A nuclear “whodunit,” / / 30, 4. 
Ford regulatory summit, 5/22, 4. 
Investigation and reform on the regulatory scene, 73, 4. 
Is gas regulation on the way out, 4//0, 6. ae od 
Mr. Ford's energy tightrope, 2/13, 4. rae 
Nineteen seventy-five, 7/2, 6. 
Nuclear energy debate, 3/27, 4. : . 
President Ford's budget request, 2/27, 4. 
Public understanding the bas requirement, 6/5, 6. 
Regulation by referendum won't work, 6/19, 4. 
Specialized versus industrial uulity regulation, 5 8, 6. 
Taking care of the energy dollar, //6, 6. 


POLLUTION 
Balancing consumer and environmental resistance, 6/5, 92. 
EPA asks for Clinch river delay, 5/22, 9. . 
EPA proposes new radiation standards for nuclear power, 6/19, 


Pollution writeoft for TVA vetoed, 9. 
Sulfur oxides, sulfates, and sanity, 4/0, 16. 
Washington outlook for utilities in 1975, / 2, 15. 


PROGRESS OF REGULATION 


Review of Current Cases, //2, 47; 1/16, 45; 1/30, 46; 2/13, 48; 
2/27, 30; 3/13, 52; 3/27, 47; 4/10, 46;°4/24, 49; 5/8, 49; 
5/22, 47; 6/5, 51;6/99, 47 

lrends and Topics, / 46; 1 (16,44; 1/30, 45; 2/13, 47; 2/27, 48; 
3/13, 50; 3/27, 46; 4/10, 44; 4/24, 48; 5/8, 47; 5/22, 45:6/5, 50; 
ib. 


PUBLIC UTILITIES 

climate, 37. 

Petroleum product futures and the public utility industry, 3+ 27, 
27. 

Today's performance — tomorrow's pursuits, utility and eco- 

nomic outlook, 2 /3, 19. 
Utility problem of regulatory lag, / 30, 21. 
Washington outlook for utilities in 1975, / 2, 15. 


RATES 
Electric utility regulation: an overview of fuel adjustment 
clauses, 6/9, 23. 
Future changes in electric utility rate structures, 4/0, 25. 
_ Price level adjustments on électric utility statements, 2/3, 30. 
The case for decontrolling gas producer prices, 5 8, 23. 
What is new in adjustment clauses, 6 /9, 32. 
What the state commissioners are thinking, / 2, 40. 


REGULATION 

Antiutiluy climate, /0, 37. 

Between theory and practice: reflections of a oe public 
utility regulator, / 2, 29. 

Economists ask more competition for regulated industries, 6/5 
1. 

Ford regulatory summit, 5/22, 4. 

Electric utility regulation: an overview of fuel adjustment 
clauses, 23. 

Is gas regulation on the way out, 4/10, 6. 

Is the Averch-Johnson theory tenable, / 30, 28. 

New regulatory developments and research, / /6, 20. 

Overcoming regulatory lag, 2 27, 34. \ 

Regulation by referendum won't work, 6/79, 4. 

Specialized versus industrial utility regulation, &, 6. 

Structural changes in regulation — its causes and a cure, ? /3, 
24. 

Utility problem of regulatory lag, / 30, 21. 


RETURN 
Automatic cost of capitalymodel, 5 22, 27. 
Earnings erosion during inflation, 5 8, 17. 


It is time for a change, ? 27, 25. 


Rate of return and efficiency of management, 5/8, 47. 


RURAL ELECTRIFICATION ADMINISTRATION 
_ Stepping up the pace in financing, 2/27, 30. 
SECURITIES 
Appearances before analysts, 2/13, 39; 3/13, 41; 5/22, 33; 6/5, 37; 
'6/19,37. 


| 
| 
| 


PUBLIC UTILITIES FORTNIGHTLY 


SECURITIES—Cont'd 7 

Automatic cost of capital model, 5/22, 27. 

Bond market fears inflation, 6/19, 37. 

Bond market negative to Ford proposals, 2/13, 38. 

Bond market still quality conscious, 2/27, 37. 

Bond rates ease again, | /2, 34. 

Chart — Bend market yields, / /30, 33. 

Financing capital requirements for telephone companies, ? /}, 
$2. 

Future capital requirements of the electric utility industry, 1974- 
80, / 30, 15. 

Investment quality of utility bonds, 2/27, 17. 

On utility financing, 5 8, 30. 

Petroleum product futures and the public utility industry, 7 27, 
27. 

Stepping up the pace in financing, 2/27, 30. 


lable — data on communications stocks, 40; 43: 


13, 10, 36; 58, 40; 6/5, 42. 

lable — data on electric utility stocks, 7/2, 38; 1/30, 37;2/27, 41; 
9/27, 41; 4/24, 43; 5/22, 37; 6/19, M1. 

Table — data on gas utility stocks, //16, 39;-2/13, 42; 3/13, 45; 
4/10, 35: 5/8, 39: 6/5, Al. 

Table — data on water utility stocks, //16, 40; 2/13, 43; 3/13, 46; 
4/10, 36, 5/8. 40: 5, 42. 

What the state commissioners are thinking, //2, 40. 


SERVICE 
Senate passes consumer protection bill, 6/5, 15. 


Supreme Court rules on termination of service, 4/10, 44. 
The consumers’ stake in nuclear power, 7 27, 19. 


TABLES 


Data on communications stocks, //16, 40; 2/13, 43; 3/13, 46; 


4/10, 36: 5/8, 40; 6/5, 42. 


Data on electric utility stocks, / /2, 38; 1/30, 37;2/27, 41; 3/27, Al: 


4/24, 43; 5/22, 37; 6/19, Al. 


Data on gas utility stocks, / /16, 39; 2/13, 42; 3/13, 45; 4/10, 35; 


5/8, 39: 6/5, 41. 


Data on water utility stocks, 40; 2/173, 43; 3/13, 46: 4/10, 36: 


5/8, 40; 6/5, 42. 


| 


TELEPHONES 

Customer-owned telephone equipment revisited, / 30, 45. 

Financing capital requirements for telephone companies, ? /?, 
$2. 

Is the Averch-Johnson theory tenable, / 30, 28. , 

lable — financial stock data, 1/16, 40; 2/13, 43; 3/13, 46; 4/20, 
$6; 5/8, 40; 6/ 5, 42. 

The case for keeping American Telephone intaét, ///6, 15. 

The seeds of future shock, # /(, 21. 


TENNESSEE VALLEY AUTHORITY 
Pollution writeoff for TVA vetoed, / (16, 9. 
The fire at Browns Ferry, 4 24, 27. 


TRENDS AND TOPICS 
Attrition, 24, 48. 
Construction work in progress—exclusion, 3/27, 46. 
Construction work in progress—inclusion, 3/3, 50. 
Customer-owned telephone equipmenit.revisited, / / 30, 45. 
Expense allowance for charitable contributions, 2/3, 47. 
Exploring with ratepayers’ money, 5/22, 45. 
Federal Power Commission approves coal gasification project, 

5. 

Rate of return and efficiency of management, 5/8, 47. 
Recent cases on depreciation reserve, 2/27, 48. 
Recent cases on materials and supplies allowance, / (16, 44. 
Recent cases on merchandising and jobbing, / /2, 46. 
Recent cases on rate case expenditures, 6/179, 46. 
Supreme Court rules on termination of service, 4/10, 44. 


VALUATION 
Construction work in progress — exclusion, 7/27, 46. 
Construction work in progress — meclusion, 7/73, 50. 
It is time for a change, ? 27, 25. 
Recent cases on depreciation reserve, 2/27, 48. 


WATER 
lable — financial stock data, 1/16, 40; 2/13, 43; 3/13, 46; 4/10, 
36: 40:6 5, 42. 


f 

a 


TItLe 
2 Washington Outlook for Utilities in 
1 The Electric Utility and the Energy Crisis. Partl. .............-0045- Ff 
7 Between Theory and Pratice: Reflections of a Neophyte 
The Case for Keeping American Telephone Intact...... 
New Regulatory,Developments and Research 
The Electric Utility and the Energy Crisis. Part Il... . 
” . Future Capital Requirements of the Electric Utility Industry, 1974-80.... 
The Uulity Problem of Regulatory Lag 
Developments in Synthetic Natural Gas ... 
Today's Performance — Tomorrow's Pursuits ees 
Price Level Adjustments on Electric Unity Statements... 
From Day Oneso 2001—A Public Relations Challenge................. 
Kilowatts and Capital: The Real Energy Crisis. eee 
The New NRC: Its Mandate and 
Structural Changes in Regulation — Its Causes and a Cure............. 
; Financing Capital Requirements for Telephone Companies ............ 
Accelerating Supply and Use of Electricity. 
Petroleum Product Futures and the Public Uulity Industry ...... maar 
Sulfur Oxides, Sulfates, and Saffity .......... 
Future Changes in Electric Utility Rate Structures... 
Legal and Institutional Planning Macro-conservation Measures... ... 
| Energy Conservation: Is the Heat Storage Well the Key? ......... rer = 
The Case for Decontrolling Gas Producer Prices 
How to Ration Dwindling Gas Supplies ... 
Nuclear Liability Insurance for Electric Utilities ................00005- 
 AutomaticCon of Capital Model. 


The Poor, the Elderly, and the Rising Cost-of Energy 

Get the Electric Uulity Companies Out of the Construction 


The Efectric Executives 


The Rise and Decline of Electric Utility Credit. 2.5. 
Electric Utility Regulation: An Overview of Fuel Adjustment : 

What Is New in Adjustment Clauses ............ 


PUBLIC UTILITIES FORTNIGHTLY 


FEATURE ARTICLES 


AUTHOR 


Francis X. Welch 
Mason Willrich 


Hon. Alfred E. Kahn 
Paul Hallingby, Jr. 

J. R. Crespo 

Mason Willrich 
Murray L. Weidenbaum 
Theodore F. Brophy 

C. N. Ostereren 

J. W. Heiney 

D. F. Garvin 

Philip J. Harmelink and 
Philip L. Kintzele 
Romney Wheeler 
Eugene S. Merrill 

Hon. William G. Rosenberg 
Hon. David A. Hamil 
W. Truslow Hyde, Jr. 
L. Manning Muntzine 
Stanley C. Whiteaker 
Thomas B. Simpson, Ill 
and Joseph G. Spears 
John E. Gray 

David Dunlap 

Emmet Whitlock and 
Allen E. Abrahams 
James L. McAnally and 
Denton L. Peoples 
William G. Lalor, Jr. 
Hon. Edward P. Larkin 
Bruce L. Jaffee 
Halstead F. Dunham 

J. R. Calhoun 

John A. Carver, Jr. 
Walter Hausz and 
Charles F. Meyer 

Peter C. Manus and 
Charles F. Phillips, Jr. 
Keith C. Brown 
Edward F. Renshaw 
Eugene M, Lernagr 
Ronald W. Melicher 

S. Basheer Ahmed 
David A. West and 
Arthur A. Eubank, Jr. 
Robert F. Gilkeson 

Joe D. Pace 

Robert D. Partridge 


Leon C. Rubin . 


Fergus J. McDiarmid 


Dennis Schiffel 
Robert H. Sartkas 


\ 
; 
ISSUE PAGI 
1/2 15 
Oo” 
lh 
lh 
0 
10 2k 
13 15 
+0) 
2/13 
26 
2/97] +0) 
2/2] $4 
15 
24 
15 
} or 
3/27 27 
| 
27 
10 lh 
Z| 
110 25 
24 
24 29 
hen 
>» & 
0) 
5 
. 
fy 
h 5 Jb 
19 
ry 
6/5 63 
> 
vi 


~ 
+ 


“Vv 


- 
: 4 > 
/ 
a 
on 
~ > 
a 


> 
~ 
a 


January 15,1976 
In Two Sections—Section 2 : 


Utilities 


Index to Volume 96 


Including the Issues of July 3, 1975 


to December 18, 1975 


PUBLIC UTILITIES REPORTS, INC. 
WASHINGTON, D. C, 


| 


Copyright © 1976 
by 


Public Utilities Reports, Inc. 


| 
i 
> 


INDEX 


To Vor. 96 oF Public Utilities Fortnightly 


For Index fo feature 


les. 


we page rl 


Boldface type indicates feature articles. 


Numbers m italis reler to particular 


Subject Index 


ACCOUNTING a 

Accounting and the determination of revenue requirements, 
9/11, 17. 

Accounting methods for telephone company acquisitions, 
10/23, 301. 

Separations procedure for telephone companies, /0/23, 49 

To “present fairly’ retirement of bonds and interest costs, 
11/20, 26. 


ATOMIC POWER 


Lapp versus Nader on the nuc lear debate, 7/3, 42 
Useful comparisons, 7/37, 41 
\ 
CANADA 

Canadian Transport Commission, the customers, and the public, 
O/1T, 

Regulation under the National Transportation Act of Canada, 9/77, 
53 


CHARTS 


Average yields of long-term treasury, corporate, and municipal 
bonds, /2/4, 35 


COMMISSIONS 


Canadian Transport Commission, the customers, and the public, 
9/11, 58 

ICC examines its own bottlenecks, 9///, 4 - 

Proposed agency for consumer advocacy, /(/2). 1 

Regulatory appointment analyzed, /2/4, 11 

Three. R’s: Rate regulation revisited, 9///, 30. 

What the state commissioners are thinking about, /2 


COMMUNICATIONS 


Alternatives for regulating cablecasting, 4/2. 
Tables — financial stock data, /0/23, 43; 72 


CONGRESS 


Energy bills abound in Congress, 7//7, 11; /2/78, 4 
1515, 1600, and Capitol Hill, 7/3, 22. 

House passes consumer bill, /2/4, 11 

House reports says fuel clauses are unnecessary, ///6, 13 
Natural gas bill still stalled, 7/3, 11 


Oil decontrol proves elusive to President, Congress, 8//4, 14 
Tax, energy, and regulatory laws, /2//8, 11 


CONSOLIDATION, MERGER, AND SALE 


Accounting methods for telephone company acquisitions, 
10/23, 30. 
Acquisifron adjustments, 7/77, 47 
DEPRECIATION 
Depreciation of contributed property, 7/3, 47 
ECONOMICS 
Economic life span of power production units, 9///, 22. 
Guide to sources of economics of regulation literature, 7//7. 21. 
Outlook for the telephone industry in a whiplash economy, 
7/31, 26. 
Rx for utility financial vitality, 4///, 17. 
State commissioners’ thoughts on récession recovery, /2//, 40 
White House receives report on economic growth, 9/25,,41 
ELECTRICITY 
Concepts in demand control, 4///, 29. , 
Design of electricity tariffs, 8/28, 25. 
EE! financial recommendations, 7/3, 36 
Electric utility industry strikes back, /2/4, 13 
Enerey lewislation, /2//8, 4 
ERDA announces contracts for supercold power lines, 7//7, 29 
Federal agency studies electric rates, 9///, 13 
Managerial attitudes towards government roles in electricity 
and gas, 4///, 22. 
Misapplication of theory of peak-load pricing, /2//, 22. 


NARUC statement on ‘the measurement of electric utility ef- 
ficiency /2/4, 31 
New team approach for power plant design, 7/, 26. : 


Peak load prices, /2//8, 6, 49 

Politics and the energy crisis, 72//8, 47 

Prophets of shortage, 12/4, 17. 

Prospects for electric utility load management, 4/28, 15. 

Remembering the great power“fwilure, /2//. 6. 

Revenue estimates for electric companies, /2//8, 33 

Risk factors affecting power company securities, 7/3/, 22. 

Rx for utility financial vitality, 8///, 17. 

Table financial stock data, 7//7, 38; 8/14, 39; 9/11, 36; 10/9, 32: 
11/6, 42; 12/4, %. 


PUBLIC UTILITIES FORTNIGHTLY 


ELECTRICITY — Cont'd 
Tax, energy. and regulatory laws, 12/78, 11. 
The effects of price on consumption, ///6, 17. 


EXECUTIVES 
Question of reasonable pay, ///6, 6. 
EXPENSES 


Allowance for funds used during construction, 9/25, 51 

Deferring purchased gas costs using: the fuel adjustment clause. 
7/17, 42. 

House report says fuel clauses are unnecessary, ///6, 13 

Lobbying and political expenditures, /2//8, 53 

Recent cases on materials and supplies allowance, 73/. 46 

State commiSsioners’ thoughts on fuel adjustments, /2//, 38. 


FEDERAL GOVERNMENT 
\ 


», Energy hearings and proposals featured in Washington, /7/20, 15 
Managerial attitudes towards government roles in electricity 
and gas, 4///, 22. 
Proposed agency for consumer.adyocacy, /0/23, 19. 
Proposed energy authority gets cool reception in Congress, ///6, 11 


FUELS 


jChecking up on our energy status, 9/25, 6. 
Coal gasification, ///6, 31. 
Coal questions face Congress, /0/23, 13 
Coal: When, ~where, how, how much, 9///7, 11. 
Documenting a fragile alliance, ///6, 44 . 
EEI officials weigh future energy demand, 7/31, 40). 
Energy hearings and proposals featured in Washington, /7/20. 15 
Expansion of national energy supply, /0/%. 24. 
Fuel controls — lessons in three decades, 7//7. 6 
How high is up? How far is out? 7/37, 6 
More supply, the key to energy sufficiency, 9/2). 34. 
_+ Prophets of shortage, /2//, 17. 
Public understanding — an answer to the energy impasse, /2). 
38. 
Oil control questions still unanswered, 9/25, 13 
(il decontrol impact unclear, 8/28, 9 
Mul decontrol proves elusive to President, Congress, 4///. 11. 
Spent fuel transportation, &//4, 59 
Synthetic fuel program revealed by administration, 11/20..1 
What are the future sources of power, 9/25, 24. 
We can still reach energy self-sufficiency, 9/25, 19. 
World energy reserves and resources, ‘/25, 27. 


= 


GAS 


Alternatives to deregulation, /0/9, 66. 

Deregulation and emergency actions, /2//S. 17. 

Expansion of national energy supply, /(/. 24. 

1515, 1600, and Capitol Hill, 7/3. 22. 

(sas man talks with his banker, 7//7. 40. 

Gas utility industry projects — 10/9, 59 

Industry's importance cited, /0/23. 

Lawyer looks at ms of gas rate sien, OR 

Marketing control, /0/9. 74 

Managerial attitudes government roles in electricity 
and gas, &///, 22. 

Memories, migraine, and moving ahead, /(//’. 19. 

Natural gas bill still stalled, 7/3, 11 

Natural gas curtailment plans, /0/9, 37 

Natural gas executives’ forum, 10/9, 62 

Natural gas: filling old pipelines, building a new one, /0/9. 13 

Overrun penahies, 4//4, 48 

Politics and the energy crisis, /2//8&, 47 

Regulatory assistance, /079, 81 

Salute to AGA, 10/9. 6 

Table — financial stock data, 7/3, 40; 7/37, 38; 8/28, 38; 9/25. 46: 
10/23, 44; 11/20, 48; 12/18, 45 

Tax, energy, and regulatory laws, /2//8, 11 


Trans-Alaskan gas pipeline, 22. 
INTERCORPORATE RELATIONS 


Transactions with affiliates, 4/28, 43 


LEGISLATION 


Energy bills abound in Congress, 7//7, 11 
Energy legislation, /2//8, 4 

Filling the ignorance gap about OSHA, 7/3, 43 
Natural gas bill still stalled, 7/3,.11 

Tax, energy, and regulatory laws, /2//8, 11 


“MANAGEMENT 


Managerial attitudes towards government roles in electricity 
and gas, &///, 22. 


MONOPOLY 


Impact of competition on an independent telephone company, 
10/23, 23. 

Is free enterprise worth saving? 7//7. 30. 

Must AT&T be dismembered? 7/3. 17. 


State commissioners’ thoughts on telephone competition, /2//, 39 
;NEWS ITEMS 
March of Events, 7/3, 44; 7/17, 44; 7/31. 43; 8/14, 45; 8/28, 40; 9/11. 


38; 9/25, 48; 10/9, 34; 10/23, 46; 11/p, 47; 11/20, 30; 12/4, 42; 
12/18, 50 


ORDERS é 
Three R’s: Rate regulation revisited, 9///. 30. 
PAGES WITH THE EDITOR 


Adjustment clauses in rate schedules, /2//8, 6 

Beware those aggressive utility poles, 7/3. 6 

Checking up on our energy status, 9/25, 6 

Cut rates to the indigent, ///20. 4 

Do-it-yourself tegulation, &//4, 6 

Energy legislation, /2//8, 4 

Fuel controls lessons in three decades, 7/17. 6 

How high is up? How far is out? 7/3/, 6 

Injecting more politics into regulation, 4/28, 4 ’ 
ICC examines its own bottlenecks, 9///, 4 

Peak load prices, /2//8, 6 

Question of reasonable pay, ///6. 6 

Remembering the great power failure, /2//, 6 

Salute to AGA, 10/9, 6 
USITA meeting in Dallas, /0/23., 6 


POLLUTION 
Environmentalism — costs and benefits, 7/3/. 17. 
Prophets of shortage, /2//. 17. 
Testifying before statg siting councils on power plant construction, 
8/14, 41 ; 
To scrub or not 


scrub, ///6, 33. 


‘PROGRESS OF REGULATION 


Review of Current Cases, 7/3, 48; 7/77, 49; 7/31, 47; 8/14, 49; 8/28. 

45; 9/25, 53; 9/11, 43; 9/25, 53; 10/9, 38; 10/23. 51; 11/6, 351; 
11/20; 55; 12/4, 46; 12/18, 54 

Trends and Topics, 7/3, 47; 7/17, 47; 7/31, 46; 8/28, 43; 9/71. 41: 

9/25, 31:10/9, 37: 10/23, 49; 11/6, 50: 11/2053; 12/4. 45: 12/18. 53 


PUBLIC UTILITIES 


Controversy flares over utility efficiency study, /0/23. 16 
Regulation: Bankruptcy, consumerism, and lifeline services, 
11/20, 32. 
RATES 
Adjustment clauses in rate schedules, /2//8, 6 
Building blocks of rates — — 11/20. 38. 
Cut rates to the indigent, ///20. 
Design of electricity tariffs, sian 25. 
Discount, passenger fares, and domestic air transportation, 9///, 71 
Federal agency studies electric rates, 9///7, 13 
Lawyer looks at problems of gas rate design, 9///, 68 
Lobbying expenditures affecting rates, /2//8, 53 
Misapplication of theory of peak-load pricing, /2//. 22. 
Peak load prices, /2//8, 6, 49 


Current proposals in rate design, /2//5, 21. 
Avenues to opportunities, /2//4, 33. 
Some thoughts on rate base and rate design, ///20. 21. 


PUBLIC UTILITIES FORTNIGHTLY 


RATES Cont'd 
State commissioners’ thoughts on fuel adjustments, /2//, 38 
State commissioners’ thoughts on rate restructuring, /2//. 39 
Public utility rates and cost of service, 9///, 41 
Rate cases in 1970-1974: a quantitative examination, ///. 22. 
Rate design problems: a lawyer's point of view, 9///, 66 
Recent cases on rate differentials, //7/6, 50 
Telephone rates remarks, 9/77, 75 
The effects of price on consumption, ///6, 17. 


REGULATION 


Alternatives for regulating cablecasting, 4/2. 20. 

Alternatives to deregulation. /0/9, Q6 

An appellate judge looks at regulation, “///. 26. 

Bankruptcy, consumerism, and lifeline services, ///20. 32. 

Do-it-yourself regulation, 8/74, 6 

1515, 1600, and Capitol Hill, 7/3, 22. 

A guide to sources of economics of regulation literature, 7/ /7. 
21. 

Injecting more politics into regulation, 4/28, 4 

The proposed agency for consumer advocacy, /(//2). 19. 

Regulation and valuation, 7//7, 17. 

Three R’s: Rate regulation revisited, 9///, 30. 

Utilitv law today, 9/77. 50; 10/9. 49 

Workable alternatives to regulation, /(//23. 36. 


RETURN 
Background on a utility's ‘rate of return’, 38 


Market-to-book return on equity correlation, /2//. 28. 
Rate of return — an art or a science? /2/28. 27 


REVENUES 
Accounting and the determination of revenue requirements, 
A 17. 


Rate cases in 1970-1974: a quantitative examination, ///6, 22> 
Avenues to opportunities, /2//8, 33. 
SECURITIES 

Appearances before analysts, 7/3, 37; 7/17, 35; 7/31, 34; 8/14, 36; 
8/28, 34; 9/11, 32; 9/25, 44 

AT&T borrows from Saudi Arabia, 7/3/, 36 

Chart — average yields of. long-term treasury, corporate, and 
municipal bonds, /2/24, 35. 

Financing with industrial development bonds, 7/3. 32. 

Gas man talks with his banker, 7//7, 40 

Market-to-book return on equity correlation, /2//, 28. 

Risk factors affecting power company securities, 7/3/, 22. 

Rx for utility financial vitality, 4///, 17. 

Table — data on communications stocks, 7/3, 41; 7/37, 39; 8/28, 39; 
9/25, 47: 10/23, 45; 11/20, 49; 12/18, 46 | 

Table — data on electric utility stocks, 7/77, 38; 8/14, 39; 9/117, 36; 
10/9, 32; 11/6, 42; 12/4, % 

Table — data on gas utility stocks, 7/3, 40; 7/37, 38; 8/28, 38; 9/29, 
46; 10/23, 44; 11/20, 48; 12/18, 45 

Table — data on water utility stocks, 7/3, 41; 7/37, 39; 8/28. 39: 
9/25, 47; 10/23, 45; 11/20, 49; 12/18, 46 

To “present fairly’’ retirement of bonds and interest costs, 


11/20, 26. 
SERVICE 


Beware those aggressive utility poles, 7/3, 6 
Service denial for nonpayment of bills, /2/4, 45 
Service interruption liability clauses, /7/20, 53 


TABLES 


- 


Data on communications stocks, 7/3, 41; 7/37. 39; 8/28, 39; 9/25, 4 
10723, 45; 11/20, 49; 12/18, 46 

Data on electric utility stocks, 7/77, 38; &/ 14, 39; 9/77, 36: 10/9. 32: 
11/0. 42: 4. 

Data on gas utility stocks, 7/3, 40; 7/37, 38; 8/28, 38; 9/25, 46; 10/23. 
44; 117/20, 48: 12/18, 45 

Data on water utility stocks, 7/3, 41; 7/37. 39; 8/28, 39; 9/25, 4°: 
10/23, 45; 11/20, 49: 12/18, 46 


‘“ANES 


White House promotes more corporate tax breaks, 7//7, 11 
lax, energy. and regulatory laws, /2//8, 11 


TELEPHONES 


Accounting methods for telephone company acquisitions, 
10/23, 30. 

AT&T borrows from Saudi Arabia, 7/3/. 36 

Impact of competition on an independent telephone company, 
10/23, 23. 

Must AT&T be dismembered? 7/3. 17. 

Outlook for the telephone industry in a whiplash economy, 
7/31, 26. 

Separations procedure for telephone companies, /0/23, 49 

State commissioners thoughts on telephone competition, /2//, 39 

Table — financial stock data, 7/3, 41; 7/37, 39; &/28, 39; 9/25, 47; 
10/23. 45; 11/20, 49: 12/18, 46 

Telephone rates — remarks, 9///, 75 


PRANSPORTATION 
Canadian Transport Commission, the customers, and the public, 
9/11, 58 
Government minister looks at the National Transportation ‘Act, 
9/11, 64 
Regulation under thé National Transportation Act of Canada, 9///. 
53 


‘RENDS AND TOPICS 


Acquisition adjustments, 7//7, 47 

Allowance for funds used during construction, Of 25, >| 
Depreciation of contributed property, 7/3, 47. 5 

Natural gas curtailment plans, /0/9, 37 

Overrun penalties, 8//4, 48 

Political and: lobbying expenditures, /2//8, 53 

Public utility rates and cost of service, 9///, 41 

Recent cases on materials and supplies allowance, 7/3/, 46 
Recent cases on rate differentials, //7/6, 50 

Separations procedure for telephone companies, /0/23, 49 
Service denial for nonpayment of bills, /2/4, 45 

Service interruption liability clauses, ///20, 53 
Transactions with affiliates, 


‘ALUATION 


Allowance for funds used during construction, 9/25, 51 
Depreciation of contributed property, 7/3, 47 

Economic life span of power production units, ?///, 22. 
Public utility rates and cost of service, 9///, 41 

Regulation and valuation, 7//7, 17. 

Some thoughts on rate base and rate design, ///20. 21. 


WATER 


Table — financial stock data, 7/3, 41; 7/37, 39; 8/28, 39; 9/25, 47: 
10/23, 45; 11/20, 49; 12/18, 46. 


‘ 
| 

| 

| 

7 


Must AT&T Be Dismembered? 

1515, 1600, and Capitol Hill 

A New Team Approach for Power Plant Design 

Financing with Industrial Development Bonds 

Regulation and Valuation 

A Guide to the Sources of the Resnnal s of Regulation Literature 
Is Free Enterprise Worth Saving? 

Costs and Benefits 

Risk Factors Affecting Power Company Securities 
Outlook fdthe Telephone [ndustry in a Whiplash Economy 

Rx-for Utility Financial Vitality 

Managerial Attitudes toward Government Roles in Electricity and Gas 


Environmentalism 


Concepts in Demand Control 
Prospects for Electric Utility Load Management 
Alternatives for Regulating Cablecasting 
The Design of Electricity Tariffs | 
Accounting and the Determination of Revenue Requirements 
Economic Life Span of Power Production Units 
An Appellate Judge Looks at Re@dlation 
Three R¥® Rate Regulation Revisited , 
Can Stull Reach Energy Self-sufficiency 
> Future Sources of Power? 
World Energy Reserves and Resources 
e\lore Supply, the Key to Energy Sufficiency 
Public Understanding 
Memories, Migraine, and Moving Ahead 
The Trans-Alaskan Gas Pipeline 
/7Lxpansion of National Energy Supply 
The Proposed Agency for Cons 
Why the Public Cannot Aff 
Impact of Competition on an Independent Telephone Company 
Accountihg Methods for’ Telephone Company Ac quisitions 
> Ahernatives to Regulation 
The E ts of Price on C onsumption 
Rate Cases in 1970-1974: A Quantitative Examination 
Coal Gasification 
To Scrub or Not to Scrub? 
Some Thoughts on Rate Base and Rate Desien 
Retirement of Bonds and Interest Costs 
Regulation: Bankruptcy, Consumerism, and Lifeline Services 
Building Blocks of Rates 
The Prophets of Shortage 
The Misapplication of the Theory of Peak-load Prici ing 
To the Electric Utility Industry 
Market-to-book Return on Equity Correlation 
Rx for Natural Gas Shortage 
Current Proposals in Rate Design 
An Art or a Science? 
Avenues to Opportunities 
Utility Law Today 
Public Utihty Law Section 


An Answer tothe Energy Imp: isse 


To “Present Fairly” 


Deregulation and Emergency Actions 


Addresses before the American Bar Association 


The Natural Gas Executives’ Forum — 


PUBLIC UTILITIES FORTNIGHTLY 


FEATURE ARTICLES 


At ™ 


A Proest 

Donald Hart 
vter M1. Hasselman 
Barry 
Warren 7. Samuels 
Martin Lajanshy 
Harry P. Letton, Fr 
Mie rhert B. Cohn 

A. Rakes 


Rohe rf LaBlan and We arth 


A Rydheck 
( arroll | A rin ve and Jame Rai is 
Philip G. Militello 


A. Gilbert and Richard deGrase 


Shepohe rf 
Charles 7. Cwchetti 
Ene A. Leighton 
joseph C. Ege 

Hlon. Harry A. kramer 
David Dunlap 


Robert Seamans, 7? 
Mchelowy 
john Partridge 
R alt. jr 
C. 7. Gauthwr 

John C. Bennett 
Ledward Fatch 


C. Mott 
Walter Baerand Bndeer M. Mitchell 
Bobbie Hophins 
Jonathan B. Welch 

John Thornton 
Leonard S. Ilyman 

Springe 

Fraser Rass 

Hlon. Richard D. Cudahy 
John Buckley 

Warren 7. Samuels 

john S. Ferguson 

Don Hlodel 


John Wenders 

lhoamas G. 

John A. Thill 

Herbert B. Cohn 

ruslon jr ‘ 
Garvin 


8/14 
R/14 
8/28 
OR 
9/11 
W711 
9/11 
9/11 
9/25 
9/25 
9/95 
9/25 
9/25 
10/9 
10/9 


10/23 
10/23 
10/23 
10/23 
11/6 
11/6 
11/6 
11/6 
11/20 
11/20 
11/20 
11/20 
12/4 


12/4 
12/4 
12/18 
12/18 
12/18 
12/18 
9/11 


10/9 
10/9 


| 
> 
Vi 


v a 
& 
. 

\ 
+ 
* 


. 


‘ 
. 
* 


